SCHEMATIC 
25 CYCLE 110 V.A.C. OR HOV. D.C. OPERATION . 
(NOTE B) 
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OP-sTt 
SWITCH 


SCHEMATIC 
50-GOCYCLE 110 V.A.C. OPERATION 
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- NOTE © 
88085 CABLE HAS BEEN REDESIGNED FOR USE 
WITH DP-ST SWITCH. WHEN UNITS EQUIPPED 
WITH SINGLE POLE SWITCHES ARE CHANGED 
TO OP-ST SWITCHES, IT MAY BE NECESSARY 
TO ADD STRAP AS SHOWN. 


REVISIONS 


(6) ADDED 104881SET OF 
PARTS. REMOVED [OOW 
RESIS TOR. 9-iS-42 G.J.K 


ACTUAL (H) 1-16-48 43689 


dt i- 1-59-48 45886 


(J) 1-6-49 46379 
(K) 4-15-49 47229 


(L) 1-16-55 62153 


@AAAGD, 


AAR 


105635 
OP-ST 
SWITCH 


STRAP 
NOTE C 


STRAPPING WIRE 


RM 39522 
WIRES FURNISHED 


WITH MOTOR 


CABLE 88085 NOTE G 
NOTES: 


A. FOR OPERATION ON 50-60 CYCLE 
110 V.-A.C. REMOVE STRAP“ A” 

B. FOR OPERATION ON 10 V. D.C. 
OR 25 CYCLE A.C. CONNECT 
100 OHM RESISTOR OF 10485! 
SET OF PARTS FOR TABLE 
APPLICATION AS SHOWN 


TELE TYRE 
CORPORATION 


WD 1543- 


93643 GORD ( W.CONNEGTOR) PW200201202,203 ONLY 


TO TERM. 23 ON IS PTR. BASE 
TO TERM. 22 ON iS PTR .BASE 


WIRING DIAGRAM 
PAPER WINDERS 


PW 200,201,202, 


yaa 


WER CONNECTION FOR OPERATION ON A.C. 


203,204,205 


5S SOS 


‘ S509 eee 


TO TERM. 23 ON PTR. BASE 
TO TERM. 22 ON PTR. BASE 


100 OHM RESISTOR OF 
04851 SET OF PARTS 
cae oe oi (CORD &PLUG NOT FURNISHED 

BY TELETYPE) 


POWER CONNECTION FOR 
OPERATION ON D.C. 


FILE. ! 399. ASA 


CRAWN GWE. 


APPRE 


